Variance:- 
The degree to which a set of data deviates from its mean is 
measured by its variance. 


. Variance quantifies how much a dataset diverges from its 
mean. 

. The variance assesses the extent to which a dataset differs 
from its mean. 

. Measuring the variance indicates the degree of deviation of 
a dataset from its mean. 

. The extent of a dataset's deviation from its mean is gauged 
through its variance. 

. Variance is a measure of how far a set of data departs from 
its mean. 

. The variance of a dataset provides a measurement of its 
deviation from the mean. 


